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ODP <-6-1 344 
9 Getober 1986 


MEMORANDUM FOR: Deputy Diractor for Administration 


FRORMt 
Acting Diractor of Data Processing 


SUBJECT: ODP Report ‘or Week Ending 8 Oetober 1980 


Support to OPPPM 


cease (Integrated Pessonnel Management Information 
System e met with Produetion Division aa-1-Oetober te turn 


over the Legislative Pay Inerease ‘proeessing. This processing 
will take place on or after 17 Oatober. ae Tela 


FTE (Full-Time Equivaleney) We have started the analysis 
task on the FTE project whieh Is targeted for eompletion by 
Oetober 1981. This project will change the method of reporting 
employee counts, Rather tha: eounting the employees onboard, the 
system will count the man-yerrs worked by all employees subject 
to the PTE ceiling count. 


SAFE 


eerie See gonéducted e seminar for Consolidated 
SAFE Project Office personne! te deseribe the computer equipment 


they will be providing for §4FE. The seminar was held in the 
Ames Building on 2-3 October 1980. , wee gave a STATINTL 
presentation to Processing gersonnel ff lon 6 Oateber. STATINTL 


of the Offilee of Feeurity joined the CSPO on 
a full time basis on 28 Segtamber 1986. SE Primary duty 
E Syetem design. STATINTL 


™ eoncern security aspects ef the £AF 
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GAS Processing Sets Recor’ 


The GAS processing for *isenl year enc and all daily 
processing for 1-3 Oetobar #6 completed this weekend. This is 
the first time in the anplitition's history that the processing 
was up-to-date this eerly ta Metober. This effort was successful 
due to the overtime spent o1 the part of Production Division 
personnel, OF personne! and the excellant cooperation we received 
from the Buffing Center throughout the weekend. oar STATINTL 


\ 
H 


Systems Availability 
Attached is the Bystens Avallability Report. 


STATINTL 


Att: a/s 


STATINTL 
O/D/ODHEEE ca j/4011/9 Oct. 80 


Distribution: 
Original & 2 Addressee 
1 - Ea. ODP Div. /Staff 
2 - 0/D/ODP 
1 - ODP Registry 
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SYSTEMS 


CURRENT WEEK 


AVAILIBILITY SUNMARY 


08 CCTCEER 1980 


PREVIOUS 90 DAYS 


. SYSTEM 29 SEP - 05 OCT 30 JUN —- 28 SEP 
BATCH 99.41 96.90 
VE 97.88 97.78 
GIMPROD 100.00 96.99 
CAMPROD 99.44 97.43 
COLTS (OCR) 83.00 94.98 
RECON (OCR) 100.00 94.24 
TPSTAR (DDO) 98.76 97.09 
TADS (OSWR) 98.34 95.29 


DIFFERENCE 


#2251 


+0.1 


#3.01 


#2201 


-11.98 


+5.76 


41.67 


43.05 


THERE WERE FOUR OUTAGES ON COLTS WHICH CAUSED A TCTAL DOWN TIFE 
OF 8 HOURS AND 30 MINUTES. 


- A PROGRAM ABENDED WHILE CATALOGING DATASETS, 


4 HOUB AND 30 MINUTE OUTAGE, 


- A TWO 


MOUNTED DISK PACK. 


RESULTING IN A 


HOUR AND 50 MINUTE OUTAGE WAS DUE TQ AN IMPROPERLY 


— THE REMAINING 1 HOUR AND 190 MINUTES &AS DUE TO CCLTS 
DEPENDENT BATCH JOBS PAILING TO ALLOCATE SUFFICIENT SPACE. 
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